Heber City's Building Inspector 


Carlile Submits Resignation 


Have July (GEL 


HEBER CITY, June 24 (LRJ) 
Heber City’s Building Inspector, 
Richard V. Carlile, submitted his 
resignation to Mayor Jan Furner 
and the City Council. The contract 
between him and the city provides 
for a thirty day notice on the part 
of either party. 4 

Noted was the amount of work 


that was not anticipated. Mr. 


capacity in Park City where he is 
employed full-time. Mr. Carlile 
had previously served the city 
before going to Park City. When 
he left that job he was working for 
both Wasatch County and Heber 
City as Building Inspector. He was 


hired six months ago when Heber 
City decided to have its own 


inspector rather than share one 
with the county. 
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